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FLEXO Adjustable Fluorescent Lamps 


Exclusive with “Flexo”—Six adjustments pro¬ 
vide complete flexibility. Each has an automatic 
stop after making one complete revolution. Sup¬ 
porting arms have horizontal and vertical move¬ 
ment through a range of nearly a 6-foot circle. 
Double arms provide a variation of reach. 


Starting Switch—Operates fluorescent tubes, 
turning light on or off by pressing switch momen¬ 
tarily. Practically instantaneous lighting. 

Voltage and Current—105-125 volts, 60 cycle, 
A.C. 105-125 volts D.C. All D.C. models furnished 
with resistor cord. 220 volt on request. 


Finishes: Bronze and Gray 



GENERAL MODEL 


Ul 

APPROVED 



DESK MODEL 


For factory benches, office desks, industrial and 
business machines, laboratories, home workshops, 
watch-makers’ benches. Two bolts clamp base to 
surface up to 3 inches thick. Bolts removable for 
screw surface mounting. 


Portable—attractive base with pen and pencil 
grooves for executive use, filing cabinets or for 
desks or tables which cannot be clamped or 
screwed. Double-arm extends 32 inches. 


Cat. Power Shpg. Price 


No. 

Lamps 

Factor 

Current 

Wt. Lbs. 

Each 

4300 

1-lite 

50% 

60 Cycle 

7 % 

$15.75 

4301 

1-lite 

100% 

D.C. 

7 % 

17.25 

4302 

1-lite 

90% 

60 Cycle 

9 

18.25 

4303 

2-lite 

50% 

60 Cycle 

9 

18.95 

4304 

2-lite 

100% 

D.C. 

9 

21.50 

4305 

2-lite 

90% 

60 Cycle 

9 % 

21.50 


DRAFTSMAN MODEL 

Same as above except with bracket for screwing 
to underside of drawing board or table, leaving 
entire surface free for use with T-square or slide 
rule. Adaptable for wall mounting and machine 
application. 


Cat. 

No. 

Lamps 

Power 

Factor 

Current 

Shpg. 

Wt. Lbs. 

Price 

Each 

4309 

2-lite 

50% 

60 Cycle 

10 

$19.50 

4310 

2-lite 

100% 

D.C. 

10 

22.00 

4311 

2-lite 

90% 

60 Cycle 

10% 

22.00 


Cat. 

No. 

Lamps 

Power 

Factor 

Current 

Shpg. 

Wt. Lbs. 

Price 

Each 

4324 

2-lite 

50% 

60 Cycle 

23 

$25.00 

4325 

2-lite 

100% 

D.C. 

23 

27.50 

4326 

2-lite 

90% 

60 Cycle 

23% 

27.50 


FLOOR MODEL 

Same as above except with pedestal base 13^4 
inches diameter. For general office and home use, 
physicians and dentists, assembly work in aviation 
and engine plants, for business machines. The 36- 
inch shaft permits lamp to be adjusted directly 
overhead on any task. 


Cat. 

No. 

Lamps 

Power 

Factor 

Current 

Shpg. 

Wt. Lbs. 

Price 

Each 

4315 

2-lite 

50% 

60 Cycle 

30 

$28.75 

4316 

2-lite 

100% 

D.C. 

30 

31.25 

4317 

2-lite 

' 90% 

60 Cycle 

30% 

31.25 


Incandescent models available. 


FLEXARM and LITEMASTER Fluorescent Desk Lamps 



the ever dependable gooseneck feature 
insures easy placement of light 


FLEXARM 

1- Lite, No. 4448.$ 9.50 

2- Lite, No. 4444. 14.95 

LITEMASTER 

1-Lite, No. 47.$ 8.95 

Both models finished in 
oven-fired statuary bronze or 
gray. 

Uses standard T8 15-watt 
tubes. 



Sturdy metal, non-magnetic base, 5*4 by 6 V 2 in¬ 
ches. Rubber bumpers. Shade of heavy gauge 
steel, 2^4 by 3^4 by 18 inches. Reflectors are wash¬ 
able porcelain white enamel. U. L. approved 6- 
foot G. E. Flamenol cord and electrical materials. 
On and off automatic switch. 

105-125 volts, 60 cycles, A.C. Packed one to a 
carton. Weight, 1-lite, 7 pounds; 2-lite, 9*4 pounds. 

Prices do not include lamps. 


Durable metal, non-magnetic base 5 by 5% in¬ 
ches. Shade of heavy gauge steel, 2*4 by 3% by 18 
inches. Lamp height 11 inches. On and off auto¬ 
matic switch. Rubber bumpers. U. L. approved 
6-foot Flamenol cord and electrical materials. 

Reflectors are washable porcelain white enamel. 
105-125 volts, 60 cycles, A.C.; D.C. available. 
Packed one to a carton. Weight, 7^4 pounds. 
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LOEFFLER ELECTRIC, INC. —TOLEDO 2, OHIO 


FLEXARM “CLOCKETTE” ADJUSTABLE 
FLUORESCENT LAMP—ONE-LIGHT 



For the first time, the ever dependable goose¬ 
neck is combined with a genuine Telechron Sc¬ 
inch diameter electric clock to make an ideal desk 
lamp. 

Flexible arm permits shade adjustment 10 to 13 
inches in height and to any angle or position de¬ 
sired. Suitable in home, factory, laboratory, office 
or institution. Perfect for study, sewing and atop 
T-V set. 

Sturdy durable alloy metal base 5%x6% inches, 
has well for writing instruments. Rubber pads 
prevent marring surface. U.L. approved electrical 
materials. On and off automatic switch. Clock op¬ 
erates independent of lighting unit. Uses standard 
15-watt T8 fluorescent tube. For AC only. 

Beautiful oven-fired enamel finishes — high¬ 
lighted royal statuary bronze, green, or warm 
gray for modern, with brass trim. Porcelain white 
enamel reflector, easily washable. 

Packed one to a carton. Shipping weight IV 2 lbs. 
Price, No. 65 1-Light Adjustable 

Fluorescent Lamp .each $16.50 


LITEMASTER EXECUTOR 
FLUORESCENT LAMP — 2 LIGHT 



TELECHRON ELECTRIC CLOCK 

FINEST LIGHTING ACCESSORY - OFFICE . HOME 


Litemaster Executor No. 60 — Handsome desk 
lighting accessory for the finest office, home or 
institution. 

Genuine Telechron S^-inch diameter electric 
clock. Smart die-cast base 6% x 9% inches; steel 
shade 18 x 4 V 2 x 2 Y 2 inches; height 14% inches. 

Beautiful oven-fired durable finishes—Hi-light¬ 
ed statuary bronze or warm gray for modern, with 
brass trim. Reflector, washable porcelain white 
enamel. U.L. approved construction and electrical 
materials. Automatic on and off switch. Rubber 
bumpers for surface protection. 

For standard 15-watt T-8 fluorescent tubes. A.C. 
only. Packed one to a carton. Shipping weight 
11 lbs. 

Price, No. 60 Litemaster Executor.each $22.50 










